
Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



NOMINATIONS FOR MEMBERSHIP 

The following twenty nominations are printed as provided under 
Article IV of the Constitution. Objection to any nominee may be 
addressed to the Secretary, H. W. Tyler, Massachusetts Institute 
of Technology, Cambridge, Mass., or to the Chairman of the Com- 
mittee on Admissions,* and will be considered by the Committee if 
received before May 15. 

The Committee on Admissions* consists of J. V. Denney (Ohio 
State), Chairman; Florence Bascom (Bryn Mawr), Edward Capps 
(Princeton), J. Q. Dealey (Brown), A. R. Hohlfeld (Wisconsin), 
G. H. Marx (Stanford), and F. C. Woodward (Washington, D. C). 

The names of nominators follow the name of each nominee in 
parentheses. Nominators for whom no institution is specified are 
colleagues of the nominee. 

Edward Scribner Ames (Philosophy), Chicago, 
(A. W. Moore, J. H. Tufts, H. W. Prescott) 

George Autenreith (Art), College, City of New York, 
(M. R. Cohen, C. A. Downer, J. G. Coffin) 

Ernest Bernbaum (English), Illinois, 
(J. A. Fairlie, H. L. Rietz, E. L. Bogart) 

Edith C. Bramhall (History), Rockford, 

(Anna J. McKeag, Caroline B. Thompson, Roxana H. Vivian, Wellesley) 

William Frank Bryan (English), Northwestern, 
(C. B. Atwell, M. S. Grout, F. S. Deibler) 

Richard E. Chandler (Mechanical Engineering), Florida, 
(H. S. Davis, C. L. Crow, J. R. Benton) 

William M. Cole (Accounting), Harvard, 
(C. H. Moore, J. D. M. Ford, C. H. C. Wright) 

Francis P. Daniels (Modern Languages), School of Mines, Missouri, 
(Isidor Loeb, W. J. Shepard, Jonas Viles) 

George Reinald Dean (Mathematics), School of Mines, Missouri, 
(Isidor Loeb, E. R. Hedrick, Jonas Viles) 

H. L. Ebeling (Classics), Goucher, 

(C. W. E. Miller, K. F. Smith, and D. M. Robinson, Johns Hopkins) 

Carl Daniel Fahr (Modern Languages), Lafayette, 
(J. W. Tupper, F. B. Peck, C. Mc. C. Gordon) 

* Nominations should in all cases be presented through the secretary, H. W. 
Tyler, Mass. Institute of Technology, Cambridge, Mass. 
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Herbert H. Foster (Education), Arizona, 

(F. C. Lockwood, Arvin Olin, Kansas, M. G. Derham, Colorado) 

Victor Hugo Gottschalk (Chemistry), School of Mines, Missouri, 
(Isidor Loeb, E. R. Hedrick, Jonas Viles) 

Melvin Reese Harkins (Physics), Pennsylvania, 
(H. C. Richards, A. W. Goodspeed, R. G. Kent) 

Elmo G. Harris (Civil Engineering), School of Mines, Missouri, 
(Isidor Loeb, W. J. Shepard, Jonas Viles) 

Austin Lee McRae (Physics), School of Mines, Missouri, 
(Isidor Loeb, E. R. Hedrick, Jonas Viles) 

Lois Kimball Mathews (History), Wisconsin, 

(C. H. Haskins, A. C. Coolidge, and A. B. Hart, Harvard) 

Samuel E. Rasor (Mathematics), Ohio, 

(J. V. Denney, E. R. Hedrick, Missouri, W. E. Henderson) 

Frederick J. Teggart (History), California, 

(A. O. Lovejoy, J. H. Latane', and Caswell Grave, Johns Hopkins) 

Warren Gookin Waterman (Botany), Northwestern, 
(U. S. Grant, F. S. Deibler, C. B. Atwell) 



Note. — A new nomination card conforming to recent amendments of the 
Constitution may be had on application to the Secretary's Office. 



